Randall Keyes 
From: 


Randall Keyes 
Sent: Tuesday, May 2, 2017 4:23 PM 

To: Scanlan, Felesha F.; Fugett, Joy L. 

Subject: Re: Change an Approval to a Denial in the system - ID 2899 

Attachments: HHS 2017.xlsx 


Here you go, if this isn't what you were looking for let me know. 


From: Scanlan, Felesha F. <FeleshaS@health.ok.gov> 

Sent: Tuesday, May 2, 2017 12:44:00 PM 
To: Randall Keyes 

Subject: RE: Change an Approval to a Denial in the system - ID 2899 
Thank you so much! 


From: Randall Keyes [mailto:Randall.Keyes@omes.ok.gov] 

Sent: Tuesday, May 02, 2017 12:43 PM 
To: Scanlan, Felesha F.; Fugett, Joy L. 

Subject: Re: Change an Approval to a Denial in the system - ID 2899 

Ok it should be in the pending tab again. 

From: Scanlan, Felesha F. < FeleshaS@health.ok.gov > 

Sent: Tuesday, May 2, 2017 12:20:56 PM 
To: Randall Keyes 

Subject: RE: Change an Approval to a Denial in the system - ID 2899 
Yes Thanks 


From: Randall Keyes \ mailto:Randall.Keyes@omes.ok.qovl 
Sent: Tuesday, May 02, 2017 12:21 PM 
To: Scanlan, Felesha F. 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: Re: Change an Approval to a Denial in the system - ID 2899 

Yeah, give me just a few, is it still request 2899 that needs to be moved? 


From: Scanlan, Felesha F. < FeleshaS@health.ok.gov > 

Sent: Tuesday, May 2, 2017 12:17:32 PM 
To: Randall Keyes 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: RE: Change an Approval to a Denial in the system - ID 2899 

It was approved but needed to be denied. Can you move it back to pending queue? 


From: Randall Keyes f mailto:Randall.Keves@omes.ok.qovl 
Sent: Tuesday, May 02, 2017 12:00 PM 













To: Scanlan, Felesha F. 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: Re: Change an Approval to a Denial in the system - ID 2899 

So I don't need to change anything? 

From: Scanlan, Felesha F. < FeleshaS@health.ok.gov > 

Sent: Tuesday, May 2, 2017 9:58:21 AM 
To: Randall Keyes 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: RE: Change an Approval to a Denial in the system - ID 2899 

Actually it should be denied. 


From: Randall Keyes \ mailto:Randall.Keyes@omes.ok.qov1 
Sent: Tuesday, May 02, 2017 9:15 AM 
To: Scanlan, Felesha F. 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: Re: Change an Approval to a Denial in the system - ID 2899 

Yeah I can make it to where it is approved. I will be in the office around 11 and I will take care of it as 
soon as I get there. 

From: Scanlan, Felesha F. < FeleshaS@health.ok.gov > 

Sent: Monday, May 1, 2017 9:06:40 AM 
To: Randall Keyes 

Cc: FIFISCabinetRequests; Fugett, Joy L.; Cox-Kain, Julie 
Subject: FW: Change an Approval to a Denial in the system - ID 2899 

Randy, 

Is there a way to change an approval to a denial? Julie accidentally approved a request that should be 
denied or can you move it back to the pending queue so we can deny? 

Note: Resending to your OMES email address. 

Thanks 

Felesha Scanlan, Business Planning Director 
Office of the Senior Deputy Commissioner/ 

Deputy Secretary of Flealth and Fluman Services 

1000 NE 10 th Street 

Oklahoma City, OK 73117-1299 

Phone (405)271-4200 

Cell (405)620-6879 








